Remote Patient Monitoring Systems Market Highlighting 
Regional Revenue Share Dominance by 2030 


According to the deep-dive market assessment study conducted by 
Growth+ Reports, the global remote patient monitoring systems (RPM) 
market was pegged at ~US$ 22.5 billion in 2020. The market is expected 
to witness a CAGRof ~37.7% from 2021 to 2031. 


Increasing prevalence of chronic diseases, rising demand and adoption of 
wearable/remote monitoring devices, increasing launch of technologically 
advanced devices, and increasing investments in remote patient 
monitoring systems are some of the pivotal factors propelling the growth 
of the remote patient monitoring systems market. The remote patient 
monitoring systems consist of smart sensors, artificial intelligence (AI), 
the Internet of Things (IoT), big data, robots, and radar technologies, 
that can help track, manage and also prevent diseases. They can measure 
the heart rate, body temperature, blood pressure, and respiration of the 
elderly living in homes, and can also detect risk indicators, such as 
worsening disease conditions, falls, and other life-threatening situations. 


To access the Sample PDF of this research study, please request 


here: https://growthplusreports.com/inquiry/request-sample/remote- 
patient-monitoring-systems-market/7727 


Asia Pacific is projected to be the fastest growing remote patient 
monitoring system market. The high growth of region can mainly be 
attributed to developing healthcare infrastructure, growing demand for 
remote/home-based monitoring devices, and growing government 
initiatives. Countries such as India, China, and Japan in the APAC region, 
are projected to offer significant growth opportunities owing to presence 
of large patient population, rising prevalence of acute and chronic 
diseases, and rising adoption of telemonitoring. 


Some of the prominent players operating in the Remote Patient 
Monitoring Systems Market includes: - 


General Electric Company, Abbott Laboratories Inc., Medtronic PLC, 
Koninklijke Philips N.V., Siemens Healthcare GmbH, Boston Scientific 
Corporation, Cerner Corporation, Omron Healthcare, Inc., BioTelemetry, 
Inc., and Vivify Health, Inc., among others. 


Browse the full report now: 
https://growthplusreports.com/report/remote-patient-monitoring-systems- 
market/7727 
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Growth+Reports is part of GRG Health, a global healthcare knowledge 
service company. We are proud members of EPhMRA (European 
Pharmaceutical Marketing Research Association). Growth+ portfolio of 


services draws on our core capabilities of secondary & primary research, 
market modelling & forecasting, benchmarking, analysis, and strategy 
formulation to help clients create scalable, ground-breaking solutions 
that prepare them for future growth and success. We were awarded by 
the prestigious CEO Magazine as "Most Innovative Healthcare Market 
Research Company in 2020. 


